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PRESIDENTIAL ADDRESS 


by E. STROUD (fellow) 
(Delivered on Tuesday, October !0th, 1944.) 


By the Grace of God, this Session 
will see the victorious end of the war 
—the greatest war in modern history 
-—one which has seen the most spec- 
tacular development of scientific and 
mechanical devices both for construc- 
tion and destruction. As I write these 
very words in late August, 1944, the 
latest device for destruction—the 
fying bomb, invented by Nazi Ger- 
many—is passing over my home in the 
residential country area of Cheam, in 
Surrey. 

Whether invention and scientific de- 
velopment produce wars, or wars pro- 
duce invention and scientific develop- 
ment, I do not know, but it is certain 
that necessity for self-preservation due 
to wars quickens the development of 
inventions which would otherwise 
take many years to perfect. 

Our present world is one of speed 
and distance—Radio for the spoken 
word; Aeroplanes for the transport of 
ourselves and our material possessions 
—and we must look forward to a very 
greatly restricted space in our world 
and to a much closer contact with the 
great Commonwealth of the British 
Empire, the United States of America, 
Russia, China, and those nations who 
wish to develop their scientific pro- 
gress and attainments in the peaceful 
pursuit of prosperity and construction. 

The war has devastated vast areas 
which will need to be reconstructed. 
Ithas also brought forth or quickened 











the knowledge of new applications 
Which must be used for the co-opera- 
tion and future well-being of man- 
tind. Let us hope that those advances 
will be linked to a good-neighbour 
Wlicy between the peaceful Nations. 
With this great ideal we must all 
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do our small ‘part in the post-war re- 
construction, which, if carried out in 
the good-neighbour spirit, will cer- 
tainly ensure the benefit of general 
advancement and common prosperity. 
We in our Society have under our 
care the advancement of the know- 
ledge and application of lighting, 
mainly artificial lighting, and we have 
seen how important has been the ap- 
plication of light to the many phases 
of the war, activities in the air, on the 
sea, and on the land, as well as to the 
production of all the materials neces- 
sary to bring the war to a victorious 
conclusion. 

With the Peace and with the recon- 
struction of the ravages of war, will 
come inevitably the greatest revival 
of artificial lighting in the world’s his- 
tory. This will give the Illuminating 
Engineering Societies of the world the 
great opportunity, which they should 
seize with both hands, to make known 
the manifold advantages of good light- 
ing, and to guide the workers of the 
United Nations in regard to its proper 
use. 

The subject of my Address is our 
own Society and its future, but before 
I can deal with the future it may be 
well to say something of the past—to 
recall the conditions under which the 
Society came into being, its aims and 
objects and the conditions which have 
influenced its subsequent existence. 


Early Beginnings 

The Society was founded in 1909 by 
Mr. Leon Gaster, who acted as Hono- 
rary Secretary until his death in 
1928. In 1909 “Illuminating En- 
gineering ” was truly in its infancy. 
Few engineering firms had yet estab- 
lished departments to deal with illu 








mination and there were few who 
could be considered experts. Photo- 
metry was in the laboratory stage and 
there was little apparatus available 
for the measurement of illumination. 

In these circumstances, Mr. Gaster, 
with characteristic enterprise and 
vision, perceived that it was neces- 
sary to supplement the few available 
experts by sympathisers in allied pro- 
fessions, and his persuasiveness was 
such that the original membership 
was not only very representative, but 
contained almost all those who had 
achieved eminence in this new field 
of knowledge. 

The inaugural meeting of the So- 
ciety was held at the Royal Society 
of Arts on November 18, 1909, with 
Prof. Silvanus P. Thompson in the 
Chair as First President of the 
Society. 

Outstanding in those early pioneer- 
ing years was Mr. A. P. Trotter (Pre- 
sident 1917-1920), who, in conjunction 
with Sir William Preece, was respon- 
sible for the design of what is prob- 
ably the _ earliest illumination 
photometer in this country, and whose 
treatise on “Illumination: Its Distri- 
bution and Measurement” is a clas- 
sic. Mr. Trotter even dealt with 
iso-lux curves, now so commonly used 
in Street Lighting calculations. 

Another name with which we are 
all familiar is-that of Mr. J. S. Dow, 
our esteemed Hon. Secretary, to 
whom the Society owes so much. In 
1910 Mr. Dow, in conjunction with 
Val. H. Mackinney, designed the 
“Lumeter,” a portable photometer, 
which did much to. facilitate the 
measurement of illumination values 
in practice, on which much of 
our work depends. Mr. Dow has 
spent a lifetime in the interests of 
the Society, first from 1909 until the 
death of Mr. Gaster in 1928 as Hon. 
Assistant Secretary, and since then 
until the present day as Hon. Secre- 
tary—35 years of good counsel and 
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sterling worth, which has brought the 
Society to its present status. 


Of other original members still 


happily with us, many of whom sub 
sequently became Presidents and all 
of whom have set their mark on Illy 
minating Engineering, may be men 
tioned: Mr. Guy Campbell, Lt.-Col 
K. Edgcumbe (now the Earl of Mount 
Edgcumbe), Mr. Haydn T. Harrison, 
Prof. J. T. MacGregor-Morris, Sir 
John Herbert Parsons, Dr. C. C. Pater. 
son, and Mr. P. J. Waldram. Amongst 
others who joined us in the years 
immediately following are Mr. A. W, 
Beuttell, Mr. A. Cunnington, Mr. J. Y, 
Fletcher, Mr. T. E. Ritchie, and Sir 
Duncan Wilson. 

Much pioneering work was done in 
these early days by very few people. 
There was no general knowledge of 
the values of illumination that 
existed in typical buildings, and the 
instruments available for _ the 
measurement of illumination were 
few and cumbersome. Early commit 
tees had to find out for themselves 
what was usual and feasible and to 
justify their recommendations by 
personal experience. 

It is instructive to see how the 
standard of lighting has advanced 
since then. The value of illumination 
prescribed for school class-rooms in 
the LES. Code was 6-10 ft.c., and 
this has quite recently bee 
raised to 10-15 ft.c—a value more in 
accordance with the recommenda 
tions of the Board of Education. The 
original. ILE.S. Committee, however, 
was content with 3 ft.c., and even 
this figure was considered extrava 
gant by a section of the Committee, 
who made a minority ‘recommenda 
tion of 2 ft.c. only! 

This period saw the practical intro 
duction of the metallic filament lamp 
and the preheated inverted g@ 
burner, which effected such a great 
advance in light output and efficiency 


as compared with their predecessors. 
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Artificial lighting up till that time had 
been governed by the limitation of the 
light available, but with the increase 
of power of light sources gave the 
opportunity of planning and specify- 
ing illumination values over specific 
working areas rather than the con- 
sideration only of the individual unit. 


As very applicable to the times, a 

paper was given by Mr. H. Hurst 
(later Lord Hurst) on recent progress 
in Tungsten Metallic Filament 
Lamps, and it is interesting to note 
that in a subsequent paper given be- 
fore the Institute of Electrical En- 
gineers on the Electric Supply Pros- 
pects and Charges as affected by 
Metallic Filament Lamps, by H. W. 
Handcock and A. H. Dykes, the 
authors expressed the view that the 
introduction of these new lamps 
would, owing to their increased light- 
efficiency, seriously reduce the output 
of the Supply Stations. How little 
these fears have been realised has 
been shown over the years, and 
one never hears of these objec- 
tions at the present day, when lamp 
efficiencies have been still further 
increased. 


During this early period reports on 
the lighting of schools and libraries 
were issued by joint committees 
formed by the Society, which, in con- 
junction with other leading en- 
gineering bodies, drafted a standard 
specification for Street Lighting. 


The Society’s first entry into 
tational affairs may be dated from 
1913, when it helped to inspire the 
setting up of the Home Office Depart- 
mental Committee on Factory Light- 
ing. Thus, we find recognition by 
Government Departments and a 
§tadual linking up of the work of the 
Society with that of the Government 
aid other Authorities in dealing with 
ighting as a social service. 
The same year saw the formation 
of the International Illumination 
ission, whose activities, how- 
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ever, were checked by the outbreak 
of hostilities in the following year. 


The First Great War 

Just previous to the Great War 
(1914-18) the “Half-Watt” electric 
lamp was introduced. This new 
lamp, the forerunner of our present 
“ Gasfilled ” Tungsten Lamp, was first 
made only in the larger sizes, but, 
owing to the increased brilliancy of 
the filament and increased power, in- 
troduced, new problems in illumina- 
tion and opened up a promising field 
for artificial lighting. 

During that war, as in the present 
one, the Society made useful contri- 
butions. Mr. Trotter, its President 
during that period, has described the 
tests conducted for the Ministry of 
Munitions into two widely different 
problems: the measurement of the 
candle-power of parachute flares, 
yielding an intense light of short dura- 
tion, and the recording of the bright- 
ness, of a very lower order but ex- 
tending over many months, of radio- 
active paints used for gunsights, etc. 

The year 1915 also saw the issue of 
the first of the series of reports issued 
by the Departmental Committee on 
Lighting in Factories and Workshops, 
which incidentally offer another good 
example of the progressive rise in 
values of illumination specified. It is 
also interesting to record that of the 
original membership of this com- 
mittee two only, Sir John Parsons and 
Sir Duncan Wilson (now Chairman), 
survive on the present committee. 

It is rather singular that in spite of 
the above circumstances, and in spite 
of the fact that the curtailment of 
lighting was moderate compared with 
that experienced during the present 
war, the Society found some difficulty 
in maintaining their work and suf- 
fered a decline in membership, activi- 
ties being confined mainly to a limited 
band of enthusiasts. 

Subsequent to the Great War, the 
Home Office Committee on Factory 
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Lighting was reconstituted, and 
issued, in 1921 and 1922, their Second 
and Third Reports. The Illuminating 
Engineering movement was gaining 
impetus. In 1918 the National Physi- 
cal Laboratory became part of the 
Department of Scientific and Indus- 
trial Research, and in July, 1923, the 
Illumination Research Committee of 
the D.S.I.R. was appointed under the 
Chairmanship of Dr. C. C. Paterson, 
and we well know the great service 
which he has given to the illumination 
movement and to the Society. 

This service has also been continued 
for many years by Dr. J. W. T. Walsh. 
Those who have been privileged to sit 
with Dr. Walsh in the many commit- 
tees dealing with illumination and 
allied subjects, well know the pro- 
found knowledge which he imparts 
and the soundness of his judgment. 

The Society owes much to Dr. Walsh 
and his co-workers of the N.P.L., Dr. 
H. Buckley, our immediate Past Presi- 
dent, Dr. W. S. Stiles, and Mr. J. S. 
Preston, for the many researches and 
papers which have been published 
dealing with the fundamental aspects 
of illumination and its allied subjects. 
Without this willing band of scientists 
Illuminating Engineering would yot 
have reached the position in which we 
find it to-day. 

The next important co-ordination 
was with the British Standards Insti- 
tution, and in 1922-23, a B.S.I. Com- 
mittee was set up to prepare a specifi- 
cation for Street Lighting. This com- 
mittee, which is still in being, pro- 
duced the first Street Lighting Specifi- 
cation, issued under B.S.S. No. 307, 
1926, which was revised in 1931, and, 
subsequent to the M.O.T. Final Report 
on Street Lighting (1936), is now being 


further considered in the light of pre~ 


sent-day developments. This Street 
Lighting Committee is also under the 
chairmanship of Dr. C. C. Paterson. 
The period 1927-1930 was a some- 
what momentous one in the history of 
the Society. It was during the reign, 


PRESIDENTIAL ADDRESS 


— 162 — 


as President, of Sir Duncan Wilson 
(1927-28), that the death of its founder, 
Mr. Leon Gaster, occurred. In this and 
subsequent years much reconstructive 
work in connection with the constity 
tion of the Society was done. Dr 
Paterson became President of the 
Society in 1928, and he was followed 
by Dr. Walsh in 1929, and by Lt.-Col 
Kenelm Edgcumbe (now the Ear] of 
Mount Edgcumbe) in 1930—the year 
in which the Society realised its ambi- 
tion of becoming an_ incorporated 
body. To the wisdom and guidance of 
these four eminent Presidents during 
a somewhat critical period the Society 
owes much. 


Building the Foundations 

One might say that during these 2) 
years the foundation of the Society 
was laid, much research was done and 
definite scientific groundwork was 
established, but this had been carried 
out by a relative few. No particular 
attempt had been made to enlarge the 
membership of the Society, and we 
find that whilst at the inaugural meet. 
ing in 1910 the total membership was. 
266, with 178 British members, in 1932 
—some 22 years after, the membership 
was still only approximately 400, 

Perhaps the most __ spectacular 
achievement in lighting and one which 
did more to popularise large-scale 
artificial lighting in this country, was 
the occasion of the International Ill 
mination Congress in September, 
1931, when for the first time a number 
of prominent buildings in London and 
the Provinces were floodlit. 

The floodlighting of the London 
buildings, which included Bucking 
ham Palace, St. James’s Park, Somet- 
set House, the Tower of London, 
L.C.C. Buildings, Big Ben Tower, and 
the West Front of Westminster Abbey, 
was organised by Mr. Percy Good, the 
Director of the British Standards In 
stitute, and carried out by the leading 
Lighting Firms at their own cost. 
public exhibition of the possibilities of 
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artificial lighting, the first of its kind, 
was repeated on the occasion of the 
Silver Jubilee and the Coronation, and 
will undoubtedly form a_ large 
of the Peace Celebration which 
we hope for in the very near future. 
With the advent of new and more 
efficient light-sources, and the growth 
of public appreciation of the value of 
good lighting, an attempt was made to 
proaden the basis of membership of 
the Society, which had hitherto been 
located mainly in London. Meetings 
were held in Birmingham, Manches- 
ter, and elsewhere, with the result 
that by the end of 1932 the first Centre, 
in Manchester, had been established. 
During the Presidency of Mr. Sully 
(1933-34) further efforts in this direc- 
tion were made, and during the years 
preceding the outbreak of the present 
war three more Centres were formed, 
in Birmingham, Glasgow, and Leeds. 


A Period of Development 

We now reach a point, about ten 
years ago, when a new stage—what 
I term the period of development— 
may be said to have been reached. 

It is interesting to recall that Mr. 
H. Hepworth Thompson, in his Presi- 
dential Address in 1934, put forward 
aseries of valuable suggestions for 


the improvement of the position of 


the Society, and that some, at least, of 
these aims have been partially 
realised. 

Mr. Thompson stressed particularly 
the need for enlarged membership 
and greater resources, setting before 
the Society, as a target of minimum 
membership, the figure of 1,000. In 
this respect we have made good pro- 
sess, for the membership, which in 
34 was about 450, had attained 
approximately 850 at the outbreak of 
War, and at the present moment 
Sands at 1.625—nearly a fourfold 
Increase. 

Other stimulating suggestions in- 

the formation of a library, the 





‘improvement of the Society’s publi- 
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Fig. 1. Showing growth in membership 


from 1909 to 1944. 


cations, the creation of a class of Fel- 
lowship, and the securing for the 
Society of a home of its own. 

We have achieved, in fact, three of 
these aims. We have at 32, Victoria- 
street the nucleus of a Library, al- 
though on a modest scale at present; 
the Society began its own Trans- 
actions in 1936, and shortly before the 
outbreak of war the class of Fellow- 
ship was instituted. The fourth ideal, 
a home of our own, must, I fear, be 
considered beyond our resources at 
present, but not necessarily in the 
future. In some directions we have 
had to bow to the necessities of war. 
Paper restrictions have set a severe 
limit to the volume of our Trans- 
actions, but we only await the re- 
storation of normal. conditions to 
advance again. The Fellowship, 
which has been granted to 127 mem- 
bers, is a coveted honour. A debt of 
gratitude is due to the Earl of Mount 
Edgcumbe and other members who 
devoted so much effort to the framing 
of the conditions and to the ensuing 
amendment of our By-laws. 

Another noteworthy achievement 











was the formation of sections for the 
benefit of those mainly interested in 
special aspects of Illumination. The 
first of this kind dealt. with Photo- 
metry, under the chairmanship of 
Dr. H. Buckley. 

By 1939 five special sections were 
in operation, dealing with Photo- 
metry, Industrial Lighting, Public 
Lighting, Decorative Lighting, and 
Commercial Lighting. 


Centres and Groups 

These sections have necessarily 
been in abeyance during the war, but 
it is hoped to restore them in the 
future—not only in London but pos- 
sibly in those Centres where the de- 
mand justifies it. It is, however, 
worthy of note that, even without 
these section meetings, the Society is 
already doing much more than in 
pre-war days. The programme for 
the forthcoming session includes 
over 100 events — approximately 
double the number attempted in 
1938-39. 

This increase is due to the remark- 
able growth of the membership of 
the Society in the provincial areas, 
which has resulted in a total of ten 
Centres and five subsidiary Groups, 
each with its own programme of 
meetings, and with other local activi- 
ties which are growing in scope and 
importance. 

These Centres and Groups, listed 
alphabetically, are as follows :— 

CENTRES : — Members. 
(1943) Bath and Bristol (Western 


ND aid inti 
(1938) Birmingham (Midland 

ND cs sraukicautocaxeasevet 205 
(1943) Cardiff (South - Wales 

PO cake isons 67 


(1936) Glasgow (Scottish Area)... 71 
(1937) Leeds (N. Midland Area)... 126 
(1944) Leicester (Midland Area) 50 


(1932) Manchester (N. Western 
Pe  Kckcnesh Meee ears 105 

(1943) Newcastle (N. Eastern 
ED. ibatennskste toe es 76 
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(1941) Nottingham 


(Midland 
Area) _..... isesvebcais giisnidh 1 
(1943) Sheffield (N. Midland Area) ¢4 
GROUPS : — 


(1063) Bradhord: i. s.iicccéscccsscdscices 3% 

(1088) DN. 8 has ceinined 43 
(1944) Gloucester and Chelten- 

ND wre cccn toed sidahveecs cen 16 

(1944) Huddersfield  ..............c.. 4 

(1046) Tees-eide ....6.6860.0008605808 p 

1,068 





According to records available at 
the moment 1,068 members are 
associated with the Areas, which 
gives some idea of the responsibilities 
of the Areas to the Society as a whole. 
The expansion offers great possibili- 
ties for the future activities of the 
Areas and the advancement} of the 
illuminating engineering movement 
to the forefront of scientific and 
engineering prestige. 

The Council have voiced the impor- 
tance of the active participation of the 
Centres in the conduct of the affairs 
of the Society, and great results are 
looked for in the post-war period. 

A natural consequence of the 
growth of Centres and Groups has 
been the division of the country into 
Areas, each represented on the Coun- 
cil and on the Areas Joint Com- 
mittee, which supervises all provin- 
cial developments. It will be noted 
that in the North Midland Area there 
are already two Centres and in the 
Midland Area three. 

All these advances would have 
been impossible but for the efforts 
of many members who; as officers or 
on Committees, have been responsible 
for the organisation, growth, and atti- 
vities of this series of Centres and 
Groups, Where so much has been 
done by so many it is an invidious 
task to select names for special met 
tion. I would, however, like to pay 
a special tribute to Mr. Howard Long, 
now one of our Vice-Presidents, who 
has done so much for the develop 
ment of the Midland Area, and to Mr. 





ee eee a eS LS —— a a oe | llr CY 





saeaccorea= 


> ew rma e sas zo CS 








able at 
rSoare 
which 
ibilities 
whole, 
ossibili- 
of the 
of the 
vement 
ic and 


- impor- 
n of the 
- affairs 
ults are 
riod. 
of the 
ips has 
try into 
e Coun- 
t Com- 
provin- 
e noted 
pa there 
| in the 


d have 
- efforts 
icers or 


und acti- 
res and 
as been 
nvidious 
ial men- 
. to pay 
rd Long, 
its, who 
develop- 
d to Mr. 











J. W. Howell, who was likewise asso- 
ciated with the initiation of the work 
in the North Midlands. I think also 
of Mr. Alan Owen, so long associated 
with the Manchester Centre, who be- 
came its secretary at a moment which 
was not only a somewhat hazardous 
one for the Centre but a momentous 
one for Europe—for the invasion of 
France was in full tide. Of others 
who are still bearing the burden of 
secretaryship there are Mr. M. W. 
Hime (Glasgow), Mr. C. J. Allderidge 
(Birmingham), Mr. C. S. Caunt (Not- 
tingham), Mr. R. Pye (Leeds), Mr. 
§.G. Turner (Cardiff), Mr. D. J. Saw- 
kins (Bath and Bristol)—all of whom 
have given valuable and unselfish 
effort to the Centres with which they 
are associated. 


Official Recognition 


It would be tedious to attempt to 
summarise all the activities of the 
Society during recent years. A fea- 
ture has been the growing reliance 
placed on the Society and its repre- 
sentatives of Government Depart- 
ments. This is well illustrated by the 
official recognition given to the I.E.S. 
Code of Illumination Values, first pub- 


_ lished in 1936 and since been kept 


constantly under revision. The pre- 
sent edition (4th) has been accepted 
as the National Code for illumination 
tequirements, and is used throughout 
the war period as the Standard for 
Factory Lighting for war production. 
A Committee under the chairmanship 
of Mr. H. C. Weston has now under 
consideration an important revision 
of this Code for post-war work. It in- 
dudes in its programme two main 
objects: to provide a scientific back- 
ground for the values of illumination 
put forward, and to furnish indica- 
tions of the desirable quality of light- 
ing, such that the eye may function 
tnder the most favourable conditions 
to vision and the mind assisted by a 
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background of desirable colour and 
brightness. 


Immediately prior to the outbreak 
of the present war, the President in 
1938, Mr. Percy Good, offered the 
services of the Society to the Govern- 
ment in resolving illumination prob- 
lems of national importance, which 
was accepted. During the Presi- 
dency of Mr. F. C. Smith, 1939, a 
great amount of work was carried 
out for the Ministry of Home Security 
by Committees of the Society and 
prominent members. These re- 
searches on A.R.P. lighting had the 
attention of 24 committees and 
approximately 100 members. Much 
of the work done by the Society is 
evident in the series of A.R.P. Speci- 
fications published by the BSI. 
What is perhaps the most valuable 
service was the organisation of 
methods of providing war-time street 
lighting — now happily becoming 
obsolete owing to the relaxation of 
the blackout. 


Not only did the war introduce 
problems of black-out lighting, but 
the combination of the black-out and 
the production drive brought the 
question of artificial lighting into 
greater prominence than ever before. 
The Departmental Committee on 
Factory Lighting was reconvened to 
deal with this problem, and the cur- 
rent Factory Lighting Regulations 
resulted. The inclusion of lighting 
in the Factory Act of 1937 was a step 
which the Society has consistently 
advocated ever since the address of 
its first President in 1909, when Pro- 
fessor Silvanus P. Thompson de- 
plored the absence of specific regula- 
tions and pointed to the example of 
Little Holland. Thus an omission 
pointed out 35 years ago has been 
made good. Among those who contri- 
buted to this achievement a high 
place must be given to Sir Duncan 
Wilson, the Chairman of the Depart- 
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mental Committee, whose 4th and 
5th Reports formed a signal contribu- 
tion to official literature on industrial 
lighting. 


Lighting Reconstruction 


Leading members of the Society 
have done good service under Sir 
Duncan on this Committee. They 
have also been rendering valuable 
service on the DS.I.R. Committee 
concerned with the Lighting of Post- 
War Buildings—before whom the 
Society has on several occasions 
given evidence—and in connection 
with the Committee, also operating 
under the aegis of the Ministry of 
Works, concerned with the framing 
of Codes of Practice. The framing of 
these Codes is a most significant step 
which will have a profound influence 
on post-war practice. It is good, 
therefore, that the Society should be 
associated with this new and interest- 
ing experiment. 


The Society, however, is making its 
own contribution to the solution of 
post-war lighting problems, which 
are being studied by its Lighting Re- 
construction Committee under the 
chairmanship of our 1942 President, 
Mr. R. O. Ackerley, whose genial and 
persistent efforts are largely re- 
sponsible for the Society’s position in 
this field. Members will be familiar 
with the series of Lighting Recon- 
struction Pamphlets issued by this 
Committee, which have won general 
recognition and approval. 


Such efforts of necessity bring the 
Society in touch with other bodies, 
whose co-operation is essential for the 
full realisation of the aims which it 
has in view. There are many sources 
of help to which the Society can turn. 
Let me mention a few. There are 
firstly the laboratories of our sustain- 
ing members, some associated with 
gas, others with electric lighting, 
which proved so indisvensable when 
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the researches on war-time street 
lighting were in progress. There are 
professional bodies such as the Insti. 
tution of Gas Engineers and the I. 
stitution of Electrical Engineers and 
the Association of Public Lighting 
Engineers, whose help we must seek 
in dealing with problems in which we 
have common interest. There are 
organisations within the lighting in. 
dustry such as the Electric Lamp 
Manufacturers Association, the Elec 
trical Development Association, and 
the Electric Lamp Fittings Associa. 
tion—and their prototypes in the gas 
industry — with whom we have 
already close links. All these—as 
well as research associations con- 
cerned with specific industries (min- 
ing, textile, etc.)—can share our 
effort—in fact we cannot do without 
them. 

All these, and many other contacts, 
will play their part in the full scheme 
of activities which we have in view 
for the future. Looking out beyond 
our own national borders we again 
see new opportunities. 


International Aspects 


In the early part of my Address, I 
mentioned that in the Post-War Period 
we look forward to much closer 
contact with the Commonwealth and 
the United States of. America. This 
should have a far-reaching effect on 
the dissemination of lighting know- 
ledge, and on our Society in particular. 
The war has brought into intimate 
contact all the great English-speaking 
peoples, and we have learned to know 
and understand our different points 
of view and, I hope, have found that 
we have all the same ideals and ambi 
tions and that we can now get te 
gether. I am very hopeful that we 
may have a closer bond with our 
sister societies in the United States 
of America and the Dominions 
This hope was expressed by Mr 
Percy Good in his Presidential Aé 
dress in May, 1939, after his official 
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yisit to Australia and New Zealand, 
and again in 1941 by Mr. W. J. Jones. 
Our immediate Past President, Dr. H. 
Buckley, also visited the U.S.A. last 
year and was in close touch with the 
Officials of the American Society. 

We have, of course, contact with the 
American Society through the 
National Illumination Committee and 
the International Commission on Illu- 
mination by the International Illu- 
mination Congresses held every four 
years. A number of us have very 
pleasant memories of those held in 
Great Britain (1931), Germany (1935), 
and in Holland (1939), when we made 
new friends and met old ones and got 
to know each other better. 


We all hope that the time for the 
renewal of this pleasant intercourse 
may not prove so very distant. In the 
meantime it is open to us to speculate 
‘on the interesting question—where 
the next international gathering will 
be held! We do not, however, need 
to wait for the full restoration of in- 
ternational relations, nor to confine 
ourselves to four-yearly opportunities 
of contact. Let us seize opportunities 
for exchange of thought and experi- 
ence as they occur, whether by per- 
sonal contact or through the medium 

- of our respective publications. 


_ The Future 


I now return, finally, to the imme- 
diate future of our own Society, 
From what has been already said you 
will feel, as I do, that the prospect 
is bright. I have referred to the re- 
markable growth in membership 
Which in the first five years after 1934 
Was almost doubled, and then in- 
creased in the same ratio—a geometri- 
tal progression—during the subse- 
quent five years, so that it now stands 
at over 1,600 as compared with about 
0. Our activities have grown to a 
corresponding extent and you will all 
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be receiving, or may have received 
before this Address is delivered, a 
memorandum setting out our pro- 
gramme for the future, ambitious 
maybe, but by no means impracticable 
if we all do our part. I may draw 
your attention particularly to the 
plans in preparation for the educa- 
tion of lighting engineers and the pro- 
vision of a hall-mark whereby their 
qualifications will be recorded and 
established. This represents a most 
important departure, raises important 
questions of principle, and may influ- 
ence profoundly the scope of the 
Society in time to come. Undoubtedly 
this is a need that can be met. I do 
not see why it should not be possible 
to reconcile some such scheme of edu- 
cation and status with the mainten- 
ance of the impartiality and broad 
outlook which have won such recog- 
nition for the Society in the past, and 
which we all prize so highly. 


The carrying out of these plans 
will necessitate an increase in our 
revenue, and I feel sure that the very 
moderate increase in subscriptions 
suggested will be considered by all 
members a reasonable one in view 
of the circumstances. 


I would like to take this opportunity 
of reminding you all that the Society 
has for many years.been exceedingly 
fortunate in its administration, which 
has been economically planned and 
efficiently conducted. This has en- 
abled it to strengthen its originally 
weak financial position, so that we 
may now feel more confidence in 
launching ahead. 


But it has for some time been evi- 
dent that an expansion of this admini- 
stration is essential. The staff is actu- 
ally no greater at the moment than it 
was 20 years ago, when the member- 
ship was a mere fraction of what 
it is now and the activities very 
much less. In order to carry out our 
future programme an increase in the 











present staff and an extension of the 
present office facilities will become 
inevitable. 

In addition, whilst Mr. Dow has 
served the Society in an honorary 
capacity for 35 years, and although the 
Council hopes to continue to benefit 
from his help for some time to come, 
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there is now a need for a permanent 
secretary who will ultimately take ful} 
charge of the administration. 

When the time comes for Mr. Dow 
to lay aside the burden of office he 
will take with him our grateful appre. 
ciation and thanks and assurance of 
a life’s work well done. 





At the conclusion of his address at 
the Opening Meeting on Oetober 10, 
the President read out to those 
present a cordial letter of greetings 
from the Illuminating Engineering 
Society in the United States, which 
was as follows:— 


ILLUMINATING ENGINEERING 
SOCIETY. 
General Offices, 51, Madison-avenue, 
New York, 10, N.Y. Caledonia. 
September 16, 1944. 


Mr. Ernest Stroud, 
President-Elect, 

Illuminating Engineering Society, 
London, England. 

Sir, 

On the occasion of our Society’s 
Annual Meeting in Chicago, Septem- 
ber 14, 1944, and at the time of the 
lifting of the black-out in England, the 

fficers, Council and General 
Membership send their most cordial 
greetings and best wishes to you and 
to the British Illuminating Engineer- 
ing Society. 

Holding in common with you the 
ideals of advancing the theory and 
practice of Illuminating Engineering, 
we observe with great interest your 
development of a strong central 
research programme, your strengthen- 
ing of the LES. Code, your educa- 
tional programme, your excellent 
post-war plans which include the 
regional development of the Society 
and broadcast use of the Lighting 
Reconstruction Pamphlets. 

All success to you and to your 
Membership in the year ahead, and 
may the future offer many opportuni- 
ties for collaboration and the mutual 
support of our common purpose. 

Signed for the Council and 
the Society, 
HOWARD M. SHARP, 
President. 
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Greetings from the United States 


The following acknowledgment of 
this letter, expressing appreciation of 
these good wishes, which are recipro- 
cated, has been dispatched:— 


October 13, 1944. 


Howard M. Sharp, Esq. 
(President), 


The Illuminating Engineering Society, 
51, Madison-avenue, New York, 10. 
U.S.A. 


Sir, 

On behalf of the Council and Mem- 
bers of the Illuminating Engineering 
Society in Great Britain, I wish to 
acknowledge the receipt of your letter 
of September 16, conveying your 
cordial greetings and best wishes for 
the progress of the British Society. 


At the first Sessional Meeting of the 
British Society, held on October 10 in 
London, I had the honour of readi 
your message, which was recei 
with pleasure and acclamation, andl 
was requested to convey to you our 
sincere thanks and our reciprocation 
of your expression of good will. 


It is our hope that the unstinted co 
operation of our respective nations in 
this greater common effort, the per 
sonal contacts established during the 
war, and the great advances now 
made in means of communication 
serve to forge a still closer bond be 
tween the two societies; so that ) 
may share more completely the 
of securing better lighting in the 
post-war world, 


Yours faithfully, 
Signéé on behalf of the Council 
and Society, 


E. STROUD, 
President. 
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‘Opening Sessional Meeting 
in London 


The Opening Sessional Meeting took 
place at the E.L.M.A. Lighting Service 
Bureau (2, Savoy-hill, London, W.C.) 
at 5 p.m. on October 10. 

The incoming president, Mr. E. 
Stroud, was introduced by Dr. Buck- 
ley, to whose services as president 
during the past year he made appre- 
ciative reference, calling for a vote of 
thanks from those present, which was 
given with acclamation. 

Mr. Stroud then proceeded to 
deliver the presidential address (see 
pp. 159-168), which reviewed the his- 
tory of the Society from its inception 
in 1909 onwards, drew attention to its 
recent advance in membership and 
prestige, and expressed good hopes 
for its future. The address was illus- 
trated by photographs of the founder 
(Mr. L. Gaster) and of various 
members who had occupied the presi- 
dential chair and had rendered signal 
services to the Society. 

A vote of thanks to the president 
was moved by Mr. R. O. Ackerley 
who, after complimenting Mr. Stroud 
on his address, mentioned various cir- 
cumstances—such as the growth of 
public appreciation of the value of 
good lighting, the reaction from the 
enforced black-out, and the coming 


- introduction of new methods of light- 


ing—all of which should benefit the 
_— of the Society in the years to 

Mr, F. C. Smith supported the 
vote vote of thanks, which was met with an 
enthusiastic response. 

A vote of thanks to the E.L.M.A. 
Lighting Service Bureau for their 
Beitality terminated the pro- 

gs. 






Civic Meeting in Birmingham 

A conference on Lighting in Munici- 
pal Development, arranged by the Bir- 
mingham Centre, took place at the 
Council House, Birmingham, on 
September 29, where there was an 
audience of about 250, including 
mayors of 18 localities. 

After the Lord Mayor of Birming- 
ham had extended a warm welcome to 
the guests, Dr. H. Buckley (president 
1943-44) opened the proceedings. 
Councillor L. J. Potts then gave an 
address, in the course of which he 
drew attention to the vast oppor- 
tunities for the lighting of new estates 
during the post-war period, and the 
need for planning ahead at the present 
stage. 

Mr. J. G. Holmes then spoke on 
“ Principles of Lighting,” stressing the 
necessity of getting “ lighting from the 
right place to the right place, and at 
the right brightness,” and explained 
the nature of the code of practice now 
being prepared to define the chief 
requirements in the provision of arti- 
ficial light. He suggested, as a motto 
for the conference, that “ every citizen 
should have good lighting as a matter 
of right.” 

Mr. R. O. Ackerley outlined the 
work that had been done by various 
panels, and committees during the 
war, and the part that the Society was 
playing in advising Government 
departments on standards to be 
adopted for the lighting of homes, 
schools, and other buildings, in the 
future. 

Addresses were also given by Mr. 
H. J. Manzoni and Mr. Wallace Smith, 
dealing with developments in Bir- 
mingham, which were further illus- 
trated by plans and models of pro- 
posed new estates, inspected prior to 
the conference. 





The Illuminating Engineering Society is not, as a body, responsible for the opinions expressed by 
individual authors or speakers. 


With a view to avoiding possible confusion with other publications, reference to these Transactions 


should be in the form :—*‘ Trans. Illum. Eng. Soc. (London).”’ 
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LIST OF 1.E.S. REGIONAL COMMITTEES 





AREAS: 


MripLanp AREA. 


Chairman: A. J. Pashler. Committee: C. 8S. Caunt, E. Howard, J. Martin, 
J. H. Nelson, E. G. Phillips, M. R. H. Sadler, F. J. Stanyon, W. J. P. Watson, 
C. 8. Wheeler. Hon. Secretary : C.J. Allderidge. 125, Moor Street, Birmingham. 


Norto Miptanp AREA. 


Chairman: E. C. Walton. Committee: T. C. Holdsworth, A. J. Holland, 
J. H. Mollan, R. Pye. E. G. R. Taylor, W. G. Thompson. Secretary: J. A. 
Whittaker, Magnet House, Fitzalan Square, Sheffield, 1. 


CENTRES : 
BatH AND BristoL CENTRE (WESTERN AREA). 


Chairman: E. J. Ireland. Vice-Chairman: R. E. Tucker. Hon. Treasurer: 
8S. M. Richman. Committee: R. G. Capell, R. 8. Hazell, E. A. Jacobs, W. A. 
Laughton, L. C. Rettig, W. 8. Shaw, H. J. Weston. Hon. Secretary: D. J. 
Sawkins, 86, Redcliffe Street, Bristol. Hon. Asst. Secretary: A. E. Hayward. 


BimMINGHAM CENTRE (MIDLAND AREA). 


Chairman: J. G. Holmes. Vice-Chairman: F. F. Middleton. Hon, 
Treasurer: F. L. Cator. Committee: J. Ashmore, P. L. Field, H. A. Keeling, 
Howard Long, R. Mackenzie, J. H. Nelson, C. F. Partridge, W. E. Prendergast, 
T. H. Vareoe. Hon. Secretary: C. J. Allderidge, 125, Moor Street, Birmingham. 


CarpirF Centre (SoutH WaALEs AREA). 


Chairman: T. David Jones. Vice-Chairman: T. Scott Harrison. Past 
Chairman: E. Jones, Committee: C. C. Bleach, J. S. Childs, W. Elliott, 
M. C. Hughes, W. E. James, J. Trevor Jones, J. 8. Liversage, G. R. Lusty, 
H. W. Mabbett, C. E. Springsguth, B. C. Wilkins. Hon. Secretary: 8. 
Turner, Mervyn House, Frederick Street, Cardiff. 


Giascow Centre (ScortisH AREA). 


Chairman: E.M. Hood. Vice-Chairman: J. Lawrence. Commitiee: S. G. 
Batt, J. Dickson, L. Fletcher, F. Hailstones, F. M. Hale, J. M. Henshaw, V. P. 
Macnaughton, A. M. Rankin, D. Ross. Hon. Secretary and Treasurer: M. W. 
Hime, 29, St. Vincent Place, Glasgow, C.1. 









Leeps Centre (NortH MipLanp ARgaA). 


Chairman: E. C. Walton. Vice-Chairman: T. C. Holdsworth. Past 
Chairman : A. Kelso, J. W. Whitaker. Hon. Treasurer: J. G. Craven. Committee: 
A. E. Elson, E. A. Fowler, J. D. Green, A. Grocott, H. W. Harris, D. C. 
Henderson, A. J. Hutchison, J. H. Jackson, A. J. Johnson, J. H. Jones, 
J. H. Mollan, B. C. Osset, J. H. Rogerson, A. Wilde, E. Wood. Hon. 
Secretary : R. Pye, 46, Wellington Street, Leeds, 1.’ 














LEICESTER CENTRE (MIDLAND AREA). 
Chairman: J. Martin. Vice-Chairman: H. H. 8. Mansfield. Committee: 

E. H. Billing, W. N. Coulson, W. I. Hodgkins, P. H. H. Jantzen, A. W. Squire, 

F. A. Smith, T. Wilkie, F. J. Yates. Hon. Secretary: F. J. Stanyon, 48, Eastfield 
Road, Leicester. p 
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LIST OF 1.E.S. REGIONAL COMMITTEES—SESSION 1944-45 


MANCHESTER CENTRE (NoRTH-WESTERN AREA). 
Chairman: N.C. Hodson. Vice-Chairman: H.C. White. Past Chairmen : 
W. H. Smith, J. A. Somerset. Hon. Treasurer: W. M. Fisher. Committee : 
H. Atherton, W. Browning, H. Etchells, J. H. Lumsden, K. R. Mackley, 
J. H. Morrison, W. C. Sherry, M. C. Toner, J. Walsh. Hon. Secretary: Alan 
H. Owen, 11, Albert Square, Manchester. 


NewcastLe Centre (NortH-EasteRN AREA). 
Chairman: E. C. Lennox. Vice-Chairman: W. Cross. Past Chairman: 
J. Mitchell. Hon. Treasurer: J. Stewart. Committee: S. M. Cox, C. Fielding, 
R. W. Gregory, H. L. James, J. N. K. Rankin, D. L. Tabraham, F. H. Webb. 
Hon, Secretary: 8. D. Lay. Ellison Buildings, Ellison Place, Newcastle-on-Tyne. 


NotrrincGHAM CENTRE (MIDLAND AREA). 
Chairman: E. G. Phillips. Vice-Chairman: R. Gillespie Williams. Hon. 
Treasurer: E. Howard. Committee: C. C. Barnes, J. C. Charity, A. Collard, 
R. H. Ellis, A. Hacking. G. D. Johnson, J. B. Saunders, C. C. Small, M. Wadeson. 
Hon. Secretary : C. 8. Caunt, 62, Thackerays Lane, Woodthorpe, Nottingham. 


SHErrieLp Centre (NorTH MipLAND AREA), 


Chairman: W. G. Thompson. Vice-Chairman: A. J. Holland. Pas 
Chairmen: H. Wheeler, J. K. Marsden, J. T. Grimshaw. Hon. Treasurer: 
W. Berry. Committee: C. Couzens, L. E. E. Langdon, H. B. Leighton, 
R. Hillier, F. J. E. Walker, H. F. Walker, J. S. Whitehead, H. A. Wilson, 
L. Wilson. Hon. Secretary: J. A. Whittaker, Magnet House, Fitzalan Square, 
Sheffield, 1. Hon. Asst. Secretary: D. H. Fox. 


GROUPS: 
Braprorp Group (NortH Mipianp AREA). 
Chairman: J. H. Rogerson. Committee: T. N. Hird, W. J. Ineson, 
W. H. Jamieson, R. Margetts, H. Moss, W. H. Naylor, A. Southern, F. S. 
Warburton. Hon. Secretary: A.J. Hutchison, 27, Bolton Road, Bradford. 


Dersy Group (MripLanp AREA). 
Chairman : M. R. H. Sadler. Vice-Chairman; C. H. Aslin. Hon. Publicity 
Officer: E. Jewitt. Committee: C. H. Bamford, L. A. Doxey, V. A. Gilman, 
F. H. Pooles, N. D. Wood. Hon. Secretary: C. 8. Wheeler, 57, Evans Avenue, 
Allestree, Derby. 


‘GLOUCESTER AND CHELTENHAM GROUP (WESTERN AREA) 


(In course of formation.) 


HouppErsFIELD Group (MrpLanp AREA). 


‘Chairman:. J. W. Whitaker. Vice-Chairman: E. Lunn. Committee: R. Hardy. 
H. P. Ripley, W. Robinson, N. Singleton, J. T. Thornton, W. Turner, 
H. L. Walker. Hon.: Secretary: E. Wood, 11, Long Grove Avenue, Dalton, 
Huddersfield. 


liverroo. Group (NoRTH-WESTERN AREA), 


(In course of formation.) 


‘Trxs-sip—e Group (NortH-EasTern AREA). 


Chairman : W. E. Dalby. Hon. Treasurer: R. J. Patrick. Committee: E. A. 
Anderson, W. H. Ellerker, H. V. Field, F. L. Scaife, W. H. Smithson. Hon. 
Secretary: R. H. Batey, 14, Preen Drive, Acklam. Middlesbrough. Yorks. 
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Additions to List of Members. 


The following applicants have been duly elected by the Council to membership 
in the Society, and their names have been added to the list of members: — 


SUSTAINING MEMBER :— 


York Corporation Electricity Department .. Representative: Mr. E. J. Nichols. 
Clifford Street, YorK 


CORPORATE MEMBERS :— 
Barber, W. ds: si:..<..< 
Bradley, J.R.E. ...... 
Ir so basis taceces 
RS errors 
Goombe; Be ...iscc0.e3 
Darlington, A. E. ...... 
eee Bis an ceescss 
CE Ts a. occ exscssec 
Greening, P. N. 
Harris, L. G._......... 
Hindley, A. H. ......... 
Hoktem, A. G..........0 
eee Ea. Ga, > 55 tesssh oe 
Kineton, C. BH. . ...... 


EE a: Re 
McCallum, J. .....:... 
BEOGENOEL. d.. -<.0......5- 
Wier, FE A neice 
Miller, Henry ......... 
Biome. Ta C.. .... 2.8 
Mitchell, B.C. ........ 


“ Marlowe,” Rodborough Hill, Stroud, Gtos. 

4848, Madison Avenue, N.D.G., Montreal, P.Q., Canapa, 

17, South Mossley Hill Road, Aigburth, LIvERPooL 19, 

9, Third Avenue, Havant, Hants. 

66, High Street, CHELTENHAM. 

27, Stanley Street, LIVERPOOL. 

“ Green Gorse,” Brimstage Road, Heswall Hills, CHEesurre. 

Gainsborough House, Tewkesbury, GLos. 

47, Carrick Knowe Drive, EpINBURGH 12. 

103, Portland Court, New Brighton, CHESHIRE. 

51, Struan Road, SHEFFIELD. 

Albion Lodge, Gloucester Road, CHELTENHAM. 

37, Belmont Drive, Barnston, Wirral, CHESHIRE. 

“ Lorrimore,” Ryeworth Road, Charlton Kings, CHELTEn- 
HAM. 

“Ivor,” St. Annes Road, Freshfield, Formby, Lancs. 

13, Greenhill Gardens, EpINBURGH 10. 

2, Painswick Road, CHELTENHAM. 

131, King’s Drive, Woolton, LIVERPOOL. 

33, Villars Street, LIVERPOOL 3. 

52, Northgate Street, GLOUCESTER. 

48, Kendal Road, GLOUCESTER. 
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